OPEN AND INSPECT IMMEDIATELY 

QUESTIONS REGARDING THIS SHIPMENT SHOULD BE 
DIRECTED TO YOUR FISHER CUSTOMER SERVICE 
OFFICE WITHIN 7 DAYS 

AT: 800-766-7 






PLEASE REFERENCE THE ORDER 

NUMBER SHOWN ABOVE IN ALL CORRESPONDENCE. 

RETURNS WILL NOT BE ACCEPTED 
WITHOUT PRIOR AUTHORIZATION. 


SHIPMENT DETAIL DOCUMENT 



PAGE 1 

/fciiSTdMEft acccunt NO ] 


CALLER 

JAMES HANCHETT 


iocument ff) Fisher 

w Scientific 

Visit the Fisher Web Site: fishersci.com 


EEfiflUf 


CUSTOMER REQUISITJON/RELEASE NO. 


CALLER PHONE NO. 


L COMMONWEALTH OF MASS 

D STATE LABORATORY INST 

T 305 SOUTH ST ROOM 208 

O 

JAMAICA PLAIN MA 02130-3515 


CATALOG 

NUMBER 


09 898128 


QUANTITY 
SHIPPED UNIT 


H JAMES HANCHETT/- 
I MA DEPT OF PUBLIC HEALTH 

P 

AMHERST DRUG LABORATORY 
J ROOM N251 MORRILL 1637 N 
1° AMHERST MA 81083 - 3515 


DESCRIPTION 
EXP. DATE 


1 PK WEIGHING PPR 4X4 IN 50G/PK 
CUST UN NBR: 2 
VC AT: 28 68 5624 


QUANTITY BACK 
ORDERED ORDERED 


003 01 812 25FF 18 PR HEAT SEAL POUCH 10X12 30/PK 

CUST UN NBR: 3 
VCAT: 505 - 24 


005 11 3808 


1 H STIRRING RODS 150MM 72/PK 
CUST UN NBR: 5 
VCAT: SP12142B 


006 A979 


1 m ALKACIO TESTER 3/PR 
CUST UN NBR: 6 
VCAT: FLA979 
113684 9/30/16 


007 09 898 128 


I K WEIGHING PPR 4X4 IN 500/PK 
CUST LIN NBR: 7 
VCAT: 20 60 5624 


REMEMBER TO REMRT ANY DAMAGES WITHIN 7 DAYS TO YOUR CUSTOMER SERVICE OFFICE ** 


CUSTOMER ORDER NUMBER 


PC3 1 

127709 _ 

201737 20120109 
4279618 


no. m. 

DOCK LOCATION 

NO, OF CTNS. 

SHIP DATE 

1 

UPS-80472 

3 

1/10/12 


ORDER NUMBER 


& A 2 99 99795 60 £ ® _ 

SEE REVERSE SIDE FOR FIELD DESCRIPTIONS 

__ J 

FORM HOT Rev. 8/05 


PACKING LIST 


Folk OIG PRR 100788 



























































